HOISTING MACHINERY.
Figs. 124-126 illustrate a heavy timber-framed Goliath. The usual height of these structures is from 20 to 25 ft, while the span will range from about 20 to 40 ft. In this design we have simple trussing like that noted in connection with traveller beams, and also ample length
Fig. 125.
imparted to the wheel base, and double flanged running wheels. Many of the remarks made in reference to overhead travellers are clearly applicable to Goliaths, but in the latter the tendency to twisting is greater by reason of the difference due to greater height. Unless a Goliath framing is well braced it is always getting off the